IHI^ S.>'f\1AlU. i*^ KIHNISMEr' ONLV rOR TtST AND MAiNTENANCf PURPOSES. THE 
CIHCIIIT;, «Rt I'SOPRIf fABlf IN NAFURE AND SHOULD BE TREATED ACCORDINGLY. 
COPyPIGHt 1970 BV DiOllAL tOUIPMENT CORPORATION 



UNLESS OTHERWISE WOCATED: 
CAPACITORS ARE 82MMF,I00V, 5 % 
DIODES ARE D664 
RESISTORS ARE WW,5% 
TRANSISTORS ARE DEC3009B 
IC'S ARE DEC7474 
PIN 7 ON EACH IC^GND 
PIN 14 ON EACHIC = +5V ADII 
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DEC FORM NO. 
DRC !0J 


